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PLANT  PATENT  No.  206 


An  Unexcelled  Cut  Flower 
A  Perfect  Garden  Plant 
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cJlcdut 


Of  neat  well-balanced  growth  producing  numerous  branches  about  four  feet 
long.  Diameter  of  plant  about  four  feet.  Exceedingly  free  flowering. 


tf-taunetiA 


Panicles  usually  twice  the  length  of  common  Buddleia.  Average  length  12 
to  18  inches.  Color  pure  lilac,  small  orange  eye  in  individual  floret.  Flowers 
fully  rounded,  not  flat  one  side  and  in  bloom  from  bottom  to  top  of  panicle 
all  at  the  same  time. 


As  a  cut  flower  no  other  Buddleia  can  compare  with  it.  Stems  are  2  to  21/2 
feet  long.  Last  in  water  for  4  to  5  days  and  are  superb  for  use  with  other 
flowers,  the  clear  lavender  blending  perfectly  with  shades  of  pink,  rose,  orange 
or  yellow. 


P/UceA 


We  offer  strong,  well-established,  well-rooted  plants  in  perfect  condition  from 

21/2-inch  pot  plants  at  the  following  prices: 

Each  30c  100  $25.00  1000  $225.00 


2-year,  field-grown  plants  at: 

Each  50c  100  $45.00  1000  $425.00 

25  at  hundred  rate. 
250  at  thousand  rate. 

It  is  requested  that  the  following 
retail  prices  be  maintained: 

Each  $1.00  Dozen  $10.00 


Wa\|side  (gardens  Co. 

MENTOR,  OHIO 


